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CAMERON 
TREES 
ARE 

ON TOP... 


With safety, service 
and economy. 


A Cameron Tree on top of your 
well means you are making the 
most of your investment. It means 
you are making possible top profits 
in production with safety. 

When you reach production zones 
— when the elements of drilling 
chance have been eliminated, 
doesn't it make good sense to pro- 
tect your potential with the best 
completion equipment available? 
Here's why Cameron Trees are 
your best buy: 

SAFETY—Nothing is left to chance 
—we even make our own high alloy 
steel and forge it on presses de- 
signed especially for Cameron well 
head work. The most rigid inspec- 
tion controls of the industry check 
every phase of manufacture and 
assembly. 

SERVICE—In the field our trees 
do what they're supposed to do re- 
gardless of location, depth, pressure 
or type of flow. In ice, sand or salt 
spray — shallow or deep, high pres- 
sure or low, producing with abra- 
sives or corrosives, hot or cold, in 
single or multiple completions, they 
can take it because they re designed 
and built that way. 
ECONOMY—Almost 40 years of 
continuous design development 
experience goes into every Cam- 


eron tree. Controlling pressure and 
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making possible the production of 
vast vital reserves is our business. 
The success of our customers all 
over the world means you too can 
get the most out of your well if you 
get a Cameron Tree on top. 


IRON WORKS, INC. 
?. O. Box 1212 — Houston, Texos 


Export Office: 7912 Empire State Bidg., New York City. In England: 
Cameron iron Works Ltd., 76 Grosvenor St., London W. 1 England. 





ANOTHER SEWART FIRST 





THE “SEMARCA 27,” FASTEST 50 
FOOT ALUMINUM WORK BOAT 


Sewart Seacraft has introduced the fastest all-aluminum hull workboat ever 
built. Constructed for tough offshore work, the “Semarca 27” is Number 18 
in all-aluminum hulls constructed by Sewart. Number 1, built 4 years 
ago, is still in service despite use in highly corrosive waters near Port Sulphur. 


No hull repairs have been necessary. 
If you want performance, size and long-lasting service you'll want the 


remarkable “‘Semarca 27”’. 





P.O.Box 108, Berwick La. 
Day Phone Patterson 3572 
Night Phone Morgan City 3481 
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SOUNDING NEW DEPTHS IN OIL LIFTING TECHNOLOGY 


The Sonic Pump ... proved in field use to 
offer the following advantages: 


e Low installation cost, especially in deeper 
production installations. 


e@ Negligible maintenance cost with only 
four moving parts on the surface. 


e Ability to efficiently produce fluids 


containing sand, gyp, or mud, and re- 
markable ability to produce extreme low 
gravity (10° to 15°) crudes. 


e Normal to low power requirements. 


e Elimination of troublesome surface com- 
ponents inherent in sucker rod pump 
installations. 


Your management and engineering yroups 
will want additional facts regarding Sonic 
Pump installations on your wells. Address 
your inquiry to Johnston Testers, Inc., Mar- 
keting Division, P. O. Box 98, Houston 1, 
Texas. 


The Sonic Pump 
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Business 
\ 4a Venezuela? 


Fly NON-STOP to 


, » 
Orleans | i siaia MARACAI & 1 
Leave %, 


Radar Equipped 
cnmmiiitn Non-stop KS XN Super DC-6B 


10 A.M. + = % Luxury Liners 
MON. THURS. SAT. &, 


@» 4 Caracas 
Reservations: M b ‘oe 
See your travel agent aracaibo 


or any airline office 


AVENSA AIRWAYS 


OFFICES: HOUSTON—Rice Hotel, CA 4-2564 * MIAMI—110 Biscayne Bivd., FR 1-1684 
NEW ORLEANS—70? Gravier St., TU 5549 * NEW YORK—1207 Ave. of the Americas, JU 2-6427 
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REAGAN 


Louipmeht Co. 


4916 Jefferson Hwy., N. O., La., VE 5-5427 


Hwy. 80 East e Jackson, Miss. ¢ Fleetwood 4-3446 





Way offshore .. . 


With the Publisher 


Dear Joe: 


WW" here it is New Year's, Eve— 
the time when I usually write 
a few letters to one or two very good 
friends like you; the time when I 
remember all the good things, and 
maybe get a little sentimental even. 
It's a blustery evening, but here in 
my den it’s cozy and comfortable. 
I'm sort of half listening to the 
radio, and sipping a nice, very dry 
double martini. I only wish you were 
here, but since you are not, the least 
I can do is toast your health and 
happiness—so time out, old pal, 
while I bend my elbow to you. 





I just took time out to mix an- 
other Martini, and while I was at it, 
thought of all the time I'd waste if 
I went out to mix another drink 
every once in a while, so I just made 
up a big pitcher of Martinies and 
groughtgt it backinw ith mee so have 
it right here besideme and wo'lkn’t 
waste time making moree. Martinis 
are a grreat drnk and for some reson 
the ynever seeme to affec me in the 
slightest. Can dink thrm all day long. 
So her goes. 

The greatest thing in tje hole 
world is friendship. And believe mee 
pal you are the greatest pal anybody 
ever had. Remember all the sewell 
timesw e had to gether pal/?the 
wonerful camping trisp? L'll never 
forged the4 time yoi put the dead 
skunnk in my slepping bag. ha ha. 
Boy how we laguhed didn we/. 
Never did get the stin kout, but i 
donb lame you for laghuing. 

Dam pitcher wasempty so I jus 
wentoutand ma de another one and 
sure wisth you wear her eold pal to 
halp me drink thes martoni. Off 
cours why a pal woul do a dirty 
think liek putting a skiunk in a 
nother pals slepping bagg [8m damn 
ifl know. That was a luousy thing 


for anybhody todo. Anonlya frist 


calss hele woul di it. Wans a damn 
bit funney. Stil stinsk. And if you 
thinkit (s funcy your a frity lous 
andas fare as i(m concrened you cn 
go plum to helli an stay ther you 
diry lous. 


Long John Latham 
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QUALITY COATINGS 
THAT GIVE UTMOST PROTECTION 


“INTERNATIONAL” marine paints and bottom compositions are specifi- 
cally formulated for marine use and afford the best possible protec- 
tion against corrosion and fouling. There is an “INTERNATIONAL” 
paint product for every marine use. Available everywhere. 


“INTERNATIONAL” Industrial coatings are used the world over for better 
maintenance of plants, storage tanks and equipment. Write for full particulars. 





. . _=——*©* 
International Paint Company, Inc. sent he San 


copy of our booklet “The Paint- 


Main Office: 21 West St., New York 6, N. Y. Phone: WHitehall 3-1188 ing of Ships." It outlines the 
New Orleans 15, la., 628 Pleasant St., Phone: TWinbrook 1-4435 best practices in marine main- 
So. San Francisco,.Cal., So. linden Ave., Phone: Plaza 6-1440 tenance painting. 








GULF STOCKS AT: 


SAN ANTONIO MACHINE & SUPPLY CO., Harlingen, Texas—Phone: GArfield 3-5330 RIO FUEL & SUPPLY CO., INC., Morgan City, La.—Phone: 5033-3811 

SAN ANTONIO MACHINE & SUPPLY CO., Corpus Christi, Texas—Phone: Tulip 2-6591 ROSS-WADICK SUPPLY COMPANY, INC., Harvey, La.—Phone: FOrest 6-9606 
TEXAS MARINE & INDUSTRIAL SUPPLY CO., Houston, Texas—Phone: WAlnut 3-9771 VOORHIES SUPPLY COMPANY, New Iberia, La.—Phone: EN 4-2431 

TEXAS MARINE & INDUSTRIAL SUPPLY CO., Galveston, Texas—Phone: Southfield 3-2406 MOBILE SHIP CHANDLERY CO., Mobile, Alo.—Phone: HEmlock 2-8583 
MARINE & PETROLEUM SUPPLY CO., Orange, Texas—Phone: TUxedo 3-4323 BERT LOWE SUPPLY CO., Tampa, Florida—Phone: 2-4278 


A WORLD-WIDE PAINT ORGANIZATION 
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When You Need the Best in - - - 
© Exploration Boats 
® Production Boats 
® Crew Boats 


CONTACT: 


MARINE SERVICE CO. 


BOAT RENTALS 


1220 West |8th Street 
Houston, Texas 


UNderwood 4-1463 


R. L ."“Red" Shibley 


J. D. “Johnny” Wiech 
HOmestead 5-4122 


HOmestead 5-7618 

















POWER BY KENNEDY 


. . . aboard this 32’ all-steel crew boat whose 38.3 m.p.m. makes her 
the FASTEST boat of her type IN THE WORLD. Twin screw, she was 
built by Equitable Equipment Co. of New Orleans and is powered by 
two GM Series 6-71B marine diesel engines supplied by . . . 


KENNEDY MARINE ENGINE CO. 


Distributors ot General Motors Diesels, Onan Gas- 
oline and Diesel Electric Plants, Bendix Depth Re- 
corders, Surrette Marine Batteries. Call today for I / 


quick service. 


GENERAL GEMERAL MOTORS 


DIESEL 


DIESEL 
POWER 


BILOXI, MISSISSIPPI POWER 


P. O. Box 915 





Phone ID 2-1531 
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SHALLOW DRILLING 
DEALS WANTED 


We are looking for shallow drilling 
deals, preferably in the Texas Gulf 
Coast area, less than 2,000-ft. Also 


interested in shallow production. 


Want working interest in anything we 
drill, will carry all or part. Particularly 
interested in large blocks, but will 


consider individual leases. 
Let us hear from you if you have 


a prospect! 


WRITE, WIRE OR CALL 


GERONIMO 
DRILLING 
COMPANY 


P.O. BOX 977G CONROE, TEXAS 


Phones: PL—6-2406, Conroe, Texas 
OL—8-4309, Alvin, Texas 
MA—3-9464, Houston, Texas 
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FIRST IN THE 


FIRST THROUC 
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CRESCENT 


Fast, powerful tugs. Veteran crews who know the sea 


as well as they know their ships. Your 
assurance of the finest in harbor, offshore 


or deep sea towing ... Call Crescent FIRST! 


Crescent Fleet 


CRESCENT TOWING & SALVAGE CO., INC. 


625 Hibernia Building * New Orleans 12 ¢ FOrest 6-1521 
OFFSHORE 














MEMBERS OF A SHELL LAND SURVEY PARTY prepare to lower the new undersea buried metal locator near a 


eee y 





production platform a mile off the Louisiana coast in the Gulf of Mexico. The locator, nicknamed the “fish,” is used 
primarily to spot buried flowlines near prospective drilling sites. 


“FISH” LOCATES UNDERSEA PIPE LINES 


TELLS DEPTH OF BURIED PIPE WITHIN THREE TO SIX INCHES 


A six-foot 200-pound “fish” with 

a knack for detecting buried un- 
dersea metal is one of the latest 
developments in offshore oil opera- 
tions. 

The “fish,” actually an electronic 
metal locator, was designed by Shell 
Development Company to track 
down flowlines which bring oil from 
producing wells to production plat- 
forms in offshore fields. 

Shell created a demand for the 
locator because of its extensive opera- 
tions in Louisiana’s coastal waters, 
involving a complex network of well 
over 350 buried flowlines. The near 
impossibility of detecting the exact 
location of such lines led to the con- 
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stant danger of breaking one when 
setting a well jacket on a new off- 
shore drilling site. 

The locator has virtually elimi- 
nated this problem. Savings resulting 
from its use are hard to measure, but 
are estimated well into the thousands 
of dollars. 

Basically, the instrument—which is 
towed along the ocean floor—oper- 
ates on a principle similar to that of 
one type of metal locator used on 
land. It generates an electro-magnetic 
field. When this magnetic field is 
disturbed—as when a _ line comes 
within its scope—the disturbance is 
indicated on a recorder aboard the 
tow ship. 

But the Shell locator is said to 


possess these advantages over similar 
instruments: 


@ It works well in salt water. 


e It can measure the depth of a 
pipe line within three to six inches, 
providing the size of the pipe is 
known. 

e It maintains a permanent record. 
If used in conjunction with some 
geographic surveying system, the 
location and depth of pipe lines can 
be mapped. 

Two of the instruments are now 
in use by survey crews eqoeemne in 
Shell’s Delta production division, in 
the New Orleans area, and one of 
these has been in successful use for 
over a year. 





iS YOUR BOAT 


\TIRED? 


.»» UNDERPOWERED? 
.+» OVERWORKED? 





*“REW LIFE 


IN YOUR BOAT... 
RE-POWER WITH 


CUMMINS 


A Cummins Marine Diesel is 
your assurance of depend- 
ability, better performance 
and economy of operation. 
Re-power now with a rug- 
ged, light-weight, high- 
speed Cummins. Put NEW 
LIFE in your boat! Call your 
nearby Cummins represent- 
ative for full details on 100 
to 600 HP Cummins Marine 
Diesels. Financing available. 


1 8 FACTORY-TYPE 


SERVICE SHOPS 
SALES OFFICES 


® KANSAS St DIESEL 


MEXICO 





















o Sub-Dealers 


CUMMINS 


Ole G ts S, 204LE. ou: 
‘ Box 10338 
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J. L. ARBOGAST, physicist of the 
Shell Development Company, spots a 
signal on the permanent record of the 
newly developed undersea metal loca- 
tor, indicating the location of a buried 
pipe line. Arbogast was co-inventor 
of the locator with Dr. C. H. Fay. 





THIS SIX-FOOT “FISH” contains 
electronic equipment designed to pin- 
point the location of buried undersea 
flowlines, enabling oilmen to place 
heavy well jackets in “clear” areas to 
prevent breaking the lines. The in- 
—— has proved highly success- 
ul. 


UNDERSEA METAL LOCATOR HAS MANY USES 


hile the undersea metal locator 

was developed by Shell scien- 
tists to prevent damage to buried 
flowlines during offshore drilling 
operations, the company has found 
other uses for it. 

The locator has been helpful in 
pinpointing broken flowlines, mak- 
ing extensive probing by divers un- 
necessary. It has been used to spot 








lines which lie in the path of pro- 
jected dredging or pipe laying opera- 
tions, and to find points in lines that 
may break because they are sinking 
unevenly into the ocean floor. Pre- 


ventive measures are then possible. 

It also has been suggested that the 
locator may be useful in some types 
of marine salvage. 























THE “FISH” ACTUALLY SWIMS LIKE A ROCK, on the bottom of the 
ocean as shown in this schematic view. It is dragged by a cable connected 
to the stern of a tow ship. A recorder on board the ship makes a permanent 
record of ferrous metal objects in the path of the locator. The equipment is 
calibrated to enable the operators to determine the depth of burial. 
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DEVRAN some 





COATINGS 


for marine 











corrosion control 


coo Coatings are based on epoxy 
resins discovered and developed by 
Devoe & Raynolds research laboratories. 
These coatings offer a new high standard 
of corrosion control for a wide range of 
marine exposures . . . at a practical cost. 


Devran Coatings for pos- 
itive control of costly cor- 
rosion of ships tanks and 
exteriors have been fully 
laboratory tested and in 
service since 1953. 





DEVRAN TANK COATING SYSTEMS 


Proven systems are availiable for use in cargo 
tanks, cargo/ballast tanks, potable and 
boiler feed water tanks and bilges. Out- 
standing features include: 


® Hard, smooth finish in light colors for 


good reflection; toughness; adhesion and 
high resistance to undercutting. 


@ Easy application by 
standard spray, brush or 
roller equipment. 


@ Safer to apply. 
®@ Non‘netallic. 





DEVRAN EXTERIOR SYSTEMS 


A complete line of primers and finish coats 
is igen for use on hulls from keel to rail, 
» decks, deckhouses and 
superstructures. Brushed, 
sprayed or rolled Devran 
Exterior Coatings are 
we quick-drying, easy toapply. 
For specialized advice on any marine cor- 
weer problem—call Devoe & Raynolds TO- 


© 1959 Devoe & Raynolds Co., Inc. 





DEVO BE coarincs 


DEVOE & RAYNOLDS COMPANY, INC., MARINE DIVISION, Newark 5, New Jersey e 


A subsidiary of MERRITT-CHAPMAN & SCOTT CORPORATION 
JANUARY, 1960 


Riverside, California. 
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BOSS OF WORLD'S SAFEST RIG 


R. J. Thames, right, is the Humble field superintendent 





who has been in charge of the company’s Rig No. 39 
for the past five years. The rig became the safest in the 
world recently, when 566,000 hours of work was com- 
pleted without disabling injury. Thames and driller W. 
H. Bassett are checking log of well in Lake Raccourci, 
Louisiana, the present location of the barge rig. 





TIRES CAN FLOAT MARSH BUGGY 


Inflated to proper pressure, the big tires on this marsh 
buggy can actually float the 4,000-Ib. vehicle carrying 
a 4,000-lb. payload. Tires were supplied by Goodyear. 
The new “Model 400” marsh buggy was designed and 
built by Crain Bros., Grand Chenier, Louisiana. 
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THE WORLD OF © 
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ONSHORE STORAGE FACILITIES 


Crude oil from wells drilled in the Pacific off the coast 
of California is now flowing to new onshore production 
facilities erected by Standard Oil Company of California 
at- Carpenteria. Facilities (shown during construction) 
include a 217,000-bbl. storage tank, two 5,000-bbl. 


OFFSHORE 
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TO HANDLE OFFSHORE CRUDE 


tanks, and gas-separation and compressing equipment. 
Standard of California is operator for itself and Humble 


on a 5,500-acre offshore lease, and -has drilled several 
wells from a platform 2.2 miles off Summerland. 
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OlL DRUMS SERVE AS PONTOONS 


Empty oil drums serve as pontoons to float this section 
of pipe into place in the marsh country of South Loui- 
siana. The line was being laid by Sam Carline, Inc. of 
Berwick, Louisiana, for Trunkline Gas Company of 
Houston. The 31-mile 1234-in. line extends into the 
Gulf of Mexico to pick up natural gas from offshore 
wells and carry it to lateral lines at Cameron, Louisiana. 





OFFSHORE IN OMAHA, NEBRASKA 


This 15-passenger helicopter was recently purchased by 
Atlas Helicopter Service, Inc., of Omaha, Nebraska. The 
company plans to use the helicopter in a wide range of 
industry services including pipelining, transportation of 
offshore drilling crews, and oil exploration. 
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USED AND RECOMMENDED 


. especially under. conditions 
where DraG, TORQUE, OR THE 
HAZARD OF STICKING DRILL-PIPE, 
LINER AND CASING are encountered. 


SIX YEARS OF FIELD EXPERIENCE 


have proved the effectiveness, 
versatility and trouble-free 
application of 


SOUTHWESTERN 
LAKE GRAPHITE 


Available through 
your mud dealer. 















HWESTERN 
GRAPHITE 
CO. 


BURNET, TEXAS 





















PROTOTYPE OF MOBILE BREAKWATER, for use in shallow water, is 
small, but its immediate descendant is to be a full-sized unit larger than 
a football field. 


> PORTABLE BREAKWATER TESTED 
| »|\COULD PROTECT RIG OPERATIONS IN HEAVY SEAS 


A portable breakwater is being tested 


in the oil industry. 





Texas has suggested that Sea Rafts 
could be spotted on the sea side of 
drilling operations to permit continu- 
ous operation regardless of wave ac- 
tion. The structure could be used to 
protect derrick barges during rig up 
of drilling and production platforms, 
he stated. Or in dredging or pipeline 
operations, several units could be 
“leapfrogged” to shelter the dredges 
or lay barges from abnormally high 
waves. 


that could find a variety of uses 


The ‘Sea Raft Mobile Prefabricated 
Breakwater’ is a buoyant structure of 
large diameter pipe which supports an 
inclined wall. The structure is sub- 
merged, with the inclined wall set at 
about a 30-deg. angle and extending 
above the water. A wave dissipates 
its force against the wall (see picture), 
then rolls backward. 

Designer A. L. Smith of Houston, 


. ———S 


INCLINED WALL PRINCIPLE allows energy of wave to be expended 
through gravity instead of through impact. Weight of water mass holds 
breakwater firmly in position. 
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Alaska, Louisiana .. . 


Lease Sales Make News 


State and federal governments both plan sale 


of Louisiana offshore tracts in February 


Ss" of Alaska’s first offshore acre- 

age, and the proposed sale by 
both the state and federal govern- 
ment of leases in the Gulf of Mexico 
off Louisiana, are highlights of re- 
cent offshore activity. 

The Louisiana State Mineral Board 
has set February 18 as the date of 
its sale. January 11 is the deadline 
for acceptance of applications by the 
state for the sale. The state will ac- 
cept applications on inland and in- 
land marine tracts, as well as tracts 
in Zone I as defined in the October 
12, 1956 agreement. 

The federal government sale is ex- 
pected to be held in February, al- 
though a definite date has not been 
set. 

Contacted at press time, a spokes- 
man for the Federal Bureau of Land 
Management, Department of the In- 
terior, in New Orleans, reported that 
roughly one and one-half million 
acres had been nominated off Loui- 
siana prior to the closing date, and 
another one-half million acres had 
been nominated off Texas. He said 
results of the nomination were being 
studied in Washington, and that an 
official announcement would be 
forthcoming soon. 

Alaska’s first sale of state-owned 
offshore acreage was held December 
10, and covered 87,981 acres in 32 
tracts. 

No minimum bids were set in the 
Alaska sale. Leases are for five years, 
with a rental fee of $1.00 per acre 
per year. 

Offered were 11 tracts off the 
west shore of Kenai Peninsula, 2 in 
upper Kachemak Bay, and 19 off the 
east shore of Alaska Peninsula, south 
of Bacharof Lake. The tracts varied 
in size from 640 to 3,660 acres. An 
unusual feature of the acreage of- 
fered was the fact that all but a few 
of the tracts could be drilled direc- 
tionally from shore. 

In the Alaska sale, bids totaling 
$4,021,031.43 were received on 32 
of the 37 tracts. 

A joint bid of $1,001,123.00 by 
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Union Oil Company of California 
and the Ohio Oil Company, for a 
2,026-acre tract south of the Kenai 
River, was the high bid. 


Lake Erie 





Drilling Of Trenton Test 
Suspended Until Spring 


Consolidated West Petroleum 
Limited reports that drilling op- 
erations on its deep Lake Erie test, 
projected to the Trenton, have been 
suspended until next spring. 


Well No. 41, a little over a 
mile offshore, was cased to 1696-ft. 
before being shut-in for the winter. 
When drilling through the Salina 
and Guelph formations, a good 
low of gas was encountered. 

The company reports drilling 


towers and equipment in port for 
the winter. 


Lake Maracaibo 





Superior Halts Drilling 
On Prolific Lake Lease 


Superior Oil Company has halted 
drilling operations in Lake Mara- 
caibo, where it has completed only 
one dry hole out of 27 tries. 

Superior produces about 70,000 
bbls. of crude daily in the US., 
but the Lake Maracaibo acreage 
has a production potential of some 
100,000 bbls. per day—making it 


(Continued on next page) 





Unusual Tow To Lake Maracaibo 


Shown above at the McDonough 
Marine Service landing on the In- 
dustrial Canal, New Orleans, is an 


unusual tow. It consists of three 
140-ft. x 40-ft. floating barges with 
piggy-back cargoes consisting of one 
140-ft. x 40-ft. barge, four 66-ft. x 
18-ft. barges, and two 45-ft. diesel 
tugs. 

The units were recently dispatched 
to Lake Maracaibo, Venezuela in a 
single tow. McDonough Marine Ser- 
vice, who made all arrangements for 
the tow, considers it to be one of the 
largest tows in number of units ever 
made to South America. 


McDonough has landings in Hous- 
ton, Texas, and Intracoastal City, 
Morgan City, Harvey and New Or- 
leans, Louisiana, as well as in Park- 
ersburg, West Virginia. The com- 
pany’s primary service is leasing 
marine equipment to the marine in- 
dustry, and McDonough’s large fleet 
of deck, hopper, oil, water and ware- 
house barges see wide and varied ser- 
vice in the Gulf Coast oil fields, on 
construction projects, and in all 
forms of marine transportation on 
the inland waterway system of the 
Mississippi River and Gulf Coast. 
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the company’s most prolific prop- 
erty. 

But Superior has been having 
trouble marketing its Lake Mara- 
caibo crude, which led to the halt 
in drilling. The company showed 
a fourth quarter net loss attributable 
to heavy development expenditures 
in the lake. 


Louisiana 


State Doesn't Want Federal 
Oil Included In Allowable 


Terming oil and gas production 
from federal lands on the Outer 


Continental Shelf ‘‘competitive,’” an 
official of the State of Louisiana 
has expressed the view that this 


production should not be included 
in Louisiana's allowable, once the 
question of ownership of offshore 
lands has been settled. 

“Production by the U.S. from the 
Outer Continental Shelf under 
claimed extraterritorial rights,” said 
Ashton J. Mouton, Louisiana’s com- 
missioner of conservation, speaking 
before a Tulane University con- 
ference, ‘while not being ‘foreign 
production, is just as surely in 
competition with Louisiana produc- 
tion as if it came from South 
America. 





DRIVING 


CONDUCTOR PIPES 


IS OUR SPECIALTY 


Self-contained Diesel-Powered 
hammer reduces handling and 
set-up costs 


CONSULT US 
24-HOUR SERVICE 


GURTLER, HEBERT 
& CO., INC. 


1539 PLEASURE ST. 


NEW ORLEANS, LA. 
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“Our system of proration will 
have to be drastically revised,’ he 
went on, “and adjustments made 
for the newly characterized com- 


petitive production.” Production 


from federal lands now amounts 
to more than a fourth of the ap- 
proximately 200,000 bbls. per day 
produced offshore, Moulton stated. 


Calco Has Significant 
Offshore Gas Discovery 


A well establishing significant 
reserves on a 2500-acre lease which 
The California Company paid a 
bonus of $4.5 million in 1955 has 
been completed as a deeper pool 
gas discovery. ' 

The completion is a successful 
exploratory deepening to 12,600-ft. 
below a 10,900-ft. development ob- 
jective, according to a company 
spokesman. 

Drilled in 95-ft. of water 20 
miles offshore, OCS-0599 No. 5, 
South Timbalier Block 86 Field, is 
located on the northeast flank of 
a shallow piercement salt dome. 
From perforations at 11,352-73-ft., 
the well flowed 4,474 Mcf of gas 
plus 79 bbls. of 47.8°-gravity crude 
daily through a 14/64-in. choke with 
tubing pressure of 3800 Ibs. Gas- 
condensate ratio was 56,600:1. 

Calco has three other 2500-acre 
leases adjacent to the discovery. 


Freighter Collides With 
Offshore Oil Platform 


At 11:47 p.m. on the night of 
December 4, the Norwegian freighter 
Glenzille, en route from Tampa to 
Lake Charles, collided with an un- 
manned CATC production platform 
in Eugene Island Block 208, off the 
coast of Louisiana. 

The platform contained three pro- 
ducing wells at the time of the col- 
lision, and a stacked drilling rig be- 
longing to Reading & Bates Off- 
shore Drilling Company. 

The collision knocked two of eight 


piling loose from the platform, and. 


ruptured three others, leaving only 
three piling to support the weight 
of the deck and drilling rig. The 
drilling rig has since been removed 
from the platform, and the deck sec- 
tion is considered a total loss. Dam- 
age to the structure—a standard 6- 
well platform, although only three 
wells had been completed—is esti- 
mated at $500,000.00. There was no 
reported damage to wellhead equip- 
ment, and no estimate of damage to 


the freighter. 
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Suit Against Gulf Dropped 
By The California Company 


A joint announcement has been 
made by The California Company 
and Gulf Oil Corporation, stating 
that the two parties had satisfac- 
torily settled their differences in 
connection with the sale of large 
quantities of crude oil produced in 
South Louisiana by Calco and pur- 
chased by Gulf. 

Civil actions pending in the 
United States District Court in New 
Orleans since June have been dis- 
missed. 


Three Killed As ‘Copter 
Crashes In Gulf Of Mexico 


Three men were killed recently when 
a helicopter in which they were riding 
from Leeville to Timbalier Bay crashed 
into the Gulf. 

Dead are Luke H. Wade, Jr., 35, 
marine transportation foreman for 
Gulf Oil Corporation, George T. 
Stubbs, pilot of the helicopter, and 
Harold T. Nicol, also a marine trans- 
portation foreman for Gulf. 

The pilot was thrown clear of the 
craft when it crashed. The bodies of 
Wade and Nicol were recovered from 
the cabin, where they were strapped 
in. A Kerr-McGee work boat was the 
first to reach the scene of the crash. 
The boat took the helicopter aboard 
and brought it into Leeville. 


New York 


Mobil Oil Announces New 
District Headquarters 





Sixteen cities across the land have 
been selected as new district head- 
quarters in a major redistricting 
program of the exploration and 
producing department of Mobil Oil 
Company. 

Consolidation of offices in 46 
cities, stretching from the Rocky 
Mountains to the East Coast, pre- 
ceded the selection. The changes, 


to take place gradually in the next 
few months, will principally affect 
administrative and office personnel. 

The 16 cities selected—six of 
them in Texas—will have head- 
quarters offices within the jurisdic- 
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tion of Mobil’s big Houston, Mid- 
land and Denver division offices. 


Houston division . . . Cities 
chosen as district headquarters for 
producing in the Houston division, 
headed by vice president Henry L. 
Waszkowski, Jr., are Corpus Christi 
and Victoria, Texas, and Lafayette 
and Shreveport, Louisiana. In ad- 
dition to Corpus Christi and Shreve- 
port, Jackson, Mississippi, New Or- 
leans and Houston will serve as 
district exploration headquarters. 

The Houston division stretches 
from the Rio Grande to the At- 


WE GUARANTEED... 


lantic Ocean, covering the Gulf 
Coast and East Texas, all of Ar- 
kansas, Louisiana, Tennessee, Mis- 
sissippi, Alabama, Georgia, North 
and South Carolina and Florida. 


Midland division.. . . In the Mid- 
land division, headed by vice presi- 
dent R. D. Hanley, Midland, Wich- 
ita Falls and Lubbock, Texas, and 
Hobbs, New Mexico were named as 
district producing headquarters. This 
division includes Texas except for 


the Gulf Coast and East Texas, and 
(Continued on next page) 


to deliver to Tidewater Marine Service, C.A. of Maracaibo, 
‘Venezuela, a 50-ft. crewboat with a top speed of 35 mph. 


WE DELIVERED... 


a 50-ft. Sewart Seacraft, Inc. all-aluminum crewboat powered 
with two GM Diesel V-8 engines, each rated 308 Shaft 


horsepower at 2300 rpm. 


FEATURES .. . 


All-aluminum hull and cabin of Alcoa alloys . . . Curon insulation . 


stainless steel exhaust system . 
special engine room ventilation . 


. . airplane type reclining seats . . 
. 360 deg. visibility for pilot. 


FULL LOAD TEST RESULTS . . . Over measured mile in 


Louisiana and Venezuela. 


ENGINE SPEED 


MPH 
(at Berwick, La.) 


MPH 
(at Maracaibo, Ven.) 


Maximum 36.9 
2250 RPM 35.2 
2150 RPM 33.6 
1850 RPM 28.8 * 
1550 RPM 23.8 23.1 


An average speed of 32.3 mph over a 35 mile course with full fuel 
tanks and 18 passengers aboard was attained during a working test 


on Lake Maracaibo. 


DIESEL Power By. 


George Engine 


HARVEY 














all of New Mexico except for the 
San Juan Basin. 

Denver division . . . In the Den- 
ver division, headed by vice presi- 
dent E. V. Watts, Oklahoma City, 
Wichita, Kansas and Casper, Wyo- 
ring were named as district produc- 
ing offices. In addition to these 
three, the Pittsburgh, Pennsylvania 
area will serve as a district explora- 
tion headquarters for the Denver 
division. 

The the 


division extends from 





Rocky Mountains to the Atlantic, 
covering all or parts of Colorado, 
Oklahoma, Kansas, Montana, Wyo- 
ming and all midwest and eastern 
states north of the Houston divi- 
sion. 


Los Angeles division . . . Gen- 
eral Petroleum Corporation, the 
West Coast affiliate of Socony 


Mobil, was combined with the par- 
ent company on Dec. 31. Announce- 
ment of new district headquarters 
for exploration and producing were 


A Revolutionary New Technique 
Of Overwater Drilling! 


In water depths in excess of 100 feet, no 
system now in use can match the economy of 
Zapata's revolutionary new method of drilling 
from a floating vessel. Wherever you operate 

.. world wide . . . we can drill your leases 


in record time and at an impressive saving! 


MOBILE DRILLING BARGES —- FLOATING DRILLING VESSELS 


Laneall 
ZAPATA OFFSHORE CO. 
HOUSTON, TEXAS 





CABLE—ZAPATA HOUSTON 


Phone CA 2-0395 
1701 Houston Club Bldg. 
HOUSTON, TEXAS 
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Phone EX-4001 
436 Nat'l Bank of Commerce 
NEW ORLEANS, LOUISIANA 


made too late to be included in 
this issue of Offshore. 

The Los Angeles division includes 
California, Ore gon, Washington, 
Idaho, Nevada, Arizona, Utah, Alas- 
ka, western Colorado and the San 
Juan Basin of New Mexico. 


Increased Demand For 
Petroleum Products Seen 


Total domestic demand for petro- 
leum products will increase by 3.9 
percent to 9,820,000 bbls. daily in 
1960, Dr. James S. Cross, manager 
of Sun Oil Company's statistical 
research department, has predicted. 

Speaking before the New York 
Section of the American Chemical 
Society's Marketing and Economics 
Group, Dr. Cross estimated that 
total demand, including exports, 
would be up 3.7 percent. The fact 
that total demand lags behind do- 
mestic demand is accounted for by 
an expected 2.6 percent decrease 
in exports of crude and refined 
products. 


Nigeria 
Nylon Container Used 
To Fuel Drilling Barge 


The Dracone, a_ rubber-coated 
nylon container capable of holding 
10,000 gals. of oil and being towed 
behind a tug, has been tested in 
Nigeria by Shell-BP Petroleum 
Development Company. 

The Dracone was unreeled into the 
water from pontoons moored at the 
Shell-BP loading base at Port Har- 
court, and about 9,500 gals. of diesel 
fuel pumped in. The loaded Dracone, 
with four of its five feet diameter un- 
der water, was then towed through 
the Bonny River and several creeks. 
Various tests and maneuvers were 
carried out successfully, and the car- 
go was eventually discharged into, 
the tanks of a drilling barge. The 
empty Dracone reeled up like a roll 
of cloth for the return journey to 
Port Harcourt. 

Sea towing trials took place later. 

If further trials prove successful, 
Dracones may be used to supply 
seismic survey parties with enough 
fuel to last them for three months 
at a time, and also to supply fuel re- 
quirements and act as static tanks for 
the drilling barges being used in 
Nigeria. 
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SHELL OF QATAR’S DRILL BARGE “SEASHELL” is shown in the Nieuwe 
Maas at Schiedam, prior to its recent departure under tow by two Dutch tugs 
for the Persian Gulf. Note square columns or “spuds,” which are built in 
five sections so they may be dismantled for transport and be reassembled 


with bolts on location. 


In the Persian Gulf .. 


Drill Barge Commissioned 


Will drill off Qatar, where Shell has spent 
$21 million on underwater search for oil 


he Seashell, a $5 million mobile 

drilling unit built for Shell Oil 
Company as a more versatile succes- 
sor to a drilling ‘island’ wrecked 
in a sudden storm in the Persian 
Gulf three years ago, was commis- 
sioned recently in Doha Bay, Qatar. 

His Highness Sheikh Ali Bin 
Abdulla Al Thani, ruler of Qatar, 
cut a tape to start the drilling ma- 
chinery after both the Qatari and 
Shell flags were hoisted. 

Two Dutch tugs towed the Seashell 
6,400 miles to Doha Bay from Schie- 
dam, Holland, where the unit was 
built. The trip took 75 days at an 
average speed of 3-1/2 knots. 

Design . . . The Seashell consists 
of a pontoon 209-ft. long, 105-ft. 
wide and 17-ft. deep, with eight legs 
218-ft. long and 10-ft. square. It is 
designed to withstand gales of up to 
100 mph and waves 30-ft. high, while 
working in water 100-ft. deep. The 
pontoon hull carries drilling ma- 
chinery suitable for drilling to 17,- 
000-ft. depths, and ancillary servic- 
ing equipment, including a 75-ton 
mobile crane. The Seashell has a de- 
tachable helicopter deck which pro- 
jects over the water and can be 
folded away before making long 
tows. 

Shell’s search .. . Before the storm 
wrecked the first platform, the rig 
had drilled two exploratory wells in 
Shell’s marine concession off the 
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shores of Qatar, the second being 
about 50 miles offshore. Results were 
disappointing, but Shell—which by 
that time had spent $21 million on 
underwater exploration in the area 
—decided to try again. 

The Seashell will be towed to a 
new location also about 50 miles off 
the coast. Its eight legs will be low- 
ered to the seabed, and the pontoon 
hull raised 30-ft. above the waves. 
When the platform is secure, drill- 
ing operations will start, with target 
depth for the first well around 7,- 
000-ft. 

The Seashell has accommodations 
for a staff—drilling crews and ser- 
vice personnel—of about 70. The 
majority will live aboard for eight 
days at a time, followed by four days 
ashore. 


Big ‘Copters Service Drill 
Barge ''Adma Enterprise" 


After what is believed to be the 
longest flight undertaken by British- 
built helicopters, three Westland 
Whirlwind 8-seater helicopters have 
arrived in the Middle East. 

Two Whirlwinds are to replace 
smaller helicopters which have been 
used for the past two years to 
carry drilling crews and equipment 

(Continued on next page) 
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DANTZLER BOAT AND BARGE CORPORATION 





WE CAN FURNISH THE BEST IN 


» Exploration Boats 
® Production Boats 
» Crew Boats 


Please Contact: 
For Domestic or Foreign Operations — 


DANTZLER BOAT and BARGE CORPORATION 


P. O. BOX 377 
Pascagoula, Mississippi 








Phone SO 2-4611 CABLE “DANTZLER” 











UNDERWATER 





' TS poe: ms : 


For Exploration, Construction, Repair 


p Remotely controlled from topside. If desired, audio system can be 


incorporated so topside operator can communicate with diver if 
diver is used. 


te Works efficiently to depths of 500 feet unpressurized, or to unlimited 
depths when pressurized. 


a One man operation. Salt water corrosion resistant. 110 volt, 60 cycle, 
single phase. Can be operated with portable 1000 watt generator. 


Price range of housing and TV 
closed circuit system from 
$3,500 to $4,500. Can accom- 
modate IT&T, GE, RCA, Spectra 
wide screen, Ling, Dage, etc. 
closed circuit TV systems. 





EXECUTIVE OFFICES 
Jon Hall 

10561 Sunset Bivd. 
0s Angeles 24. Calif. 

GRanite 2-4583 


Hua 


BUILDERS OF UNDERWATER MO- 
TION PICTURE CAMERA HOUSING 


FOR 20 YEARS. Write for full information. 
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between the Das Island base of Abu 
Dhabi Marine Areas Ltd. and the 
company’s drill barge Adma Enter- 
prise, on location in the Persian 
Gulf. These two helicopters are 
under contract from Bristow Heli- 
copters Ltd. 

The third Whirlwind is owned 
by Sheikh Abdulla Mubarak, dep- 
uty ruler and president of civil 
aviation of Kuwait. It will bé the 
first helicopter to operate in Ku- 
wait. 


Tender-Type Platform To 
Be Used By Pan American 


A 740-ton tender-type platform, 
fabricated in Louisiana, is now on 
its way to the Persian Gulf. Han- 
dling the 10,500-mile, three-month- 
long tow across the Atlantic, through 
the Gibraltar Straits, to the Mediter- 
ranean and through the Suez Canal 
is the ocean-going Dutch tug Rhoda 
Zee. 

Included in the shipment are a 
552,612-lb. jacket which can be set 
in water 115-ft. to 160-ft. deep, 
deck sections, jacket piling and other 
necessary material aboard the barge 
Venmac 4. 

The platform was fabricated for 
Pan American International by Mc- 
Dermott Fabricators at the compa- 
ny’s Bayou Boeuf yards. McDermott 
will send a crew of 25 men to the 
Persian Gulf to erect the structure 
at Pan American’s offshore loca- 
tion. The crew will be under the 
supervision of Hank Ingreman, proj- 
ect engineer. 


Texas 


Stanotex Erecting 5-Well 
Platform At Discovery Site 


Standard Oil Company of Texas is 
erecting a 5-well platform to do further 
drilling at the site of its recent dis- 
covery well in Federal Tract 52, 10 
miles off Jefferson County, Texas, and 
40 miles east of Galveston. 

The discovery, which opened the 
first new field found in the Gulf of 
Mexico off Texas in more than a year, 
flowed 143 bpd of 35°-gravity oil 
from perforations at 8,512-36-ft. on 
initial tests. 
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Mobile 


Units, Tenders, 


And Self-Contained Platforms 


Gulf 


OWNER 


Barnwell Offshore, Inc. 
Self-elevating 
176’ x 176’ x 152’ with 
three 145’ legs 


Blue Water Drilling Corp. 
Submersible 


The California Company 
Submersible 
11’ x 90’ x 156’ with four 
3’ x 10’ x 35’ pontoons 


The California Company 
Submersible 
12’ x 90’ x 190’, with four 
4’ x 24 x 50’ pontoons 


Continental Marine 
Exploration Co. 
Submersible 
230’ x 99’ with 54’ 
between fixed hulls 


Coral Drilling Company 
Submersible 
180’ x 151’ x 84° with 
four pontoons 


Deepwater Exploration Co. 
Self-elevating 
overall 121’ x 118 


Delta Marine Drilling Co. 
Submersible 


Dixilyn Drilling Corp. 
Self-elevating 
194’ x 152’ overall. 
Three 175’ legs 


> agua Marine Exploration 
Floating vessel 
— Marine Exploration 


a vessel 


a Marine Exploration 


Fieating vessel 


Gulf Marine Drilling, Inc. 
Submersible 


Hyperion Constructors 
Self-elevating 


Kerr-McGee Oil Ind., Inc 
Submersible 
13’ x 54’ x 160’ with two 
13’ x 14’ x 110’ pontoons 


Kerr-McGee Oil Ind., Inc 
Submersible 
13/2’ x 72’ x 140’ with two 
13'/2’ x 13'/2’ x 140’ 
pontoons 


Kerr-McGee Oil Ind., Inc 
Submersible 


142’ x 69’ x 13/6’", with two 


10’ x II’ x 146’ pontoons 
Kerr-McGee Oil Ind., Inc 
Submersible 


Kerr-McGee Oil Ind., Inc 
Submersible 


Long Point Gas & Oil Ltd. 
Long Point Gas & Oil Ltd. 


Louisiana-Delta Offshore 
orp. 
Submersible 
180’ x 151’ x 12’ 
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Coast Area 


WATER 
NAME DEPTH PRESENT STATUS 


"Mister Cap" Drilling for Sinclair-Sohio 
to 100’ Block 190, Eugene Island 


Rig No. | 70’ Drilling for Shell Oil Co., 


Block 28, South Pass Area 


$-45 18" Bay Marchand, Louisiana 


$-55 45" Bay Marchand, Louisiana, 
Noble Drilling ‘Co. 


"M &H to 30° Drilling for Mecom Petro- 


Drilling leum, Block 45, West Cam- 
oe eron Area 
°. 12" 


“Mr. Arthur" — for California Co., 
to 70’ Block 37, Grand Isle Area 


"Deepwater Completely salvaged unit 
No. 2" at LeTourneau, Vicksburg 
yar 


"Chris to 35' Drilling for Tennessee Gas 


Zeppa" Co., Block 17, East Cam- 
eron Area 
“Julie Ann" Drilling for Shell Oil Co., 


to 105' Block 139, Ship Shoal Area 


Cuss | 600' Drilling for Standard of 
California 
SM-1 Drilling for Phillips Petro- 


leum Co., et al., Parcel E 


Submarex 600' Idie—Lake Michigan 


Rig No. 1 35° Drilling for Gulf Oii Corp., 
Block 24, West Delta, Well 


No. I 
“George F. Los Angeles, Calif., Stack- 
Ferris" 200' ed 


Rig 40 to 22’ Drilling for Pure Oil Co., 
Block 3, West Cameron 
Area 


Rig 44 to 40' Drilling for Tennessee Gas, 
— 17, East Cameron 
rea 


Rig 45 to 35° wy for Tennessee Gas 
Oil Co., Block 5, Bay 
inocu Area 


Rig 46 to 70° ae for Gulf Oil Corp. 
Block 1, South Timbalier 
Area 


Rig 47 to 70’ Drilling for Gulf Oil 
Corp., Block 104, East 
Cameron Area 


Translake Drilling for Self, Lake Erie 
No. 1 35° 

Translake Drilling for Self, Lake Erie 
No. 2 40" 

Drill to 65° Drilling for Shell Oil Co. 

Barge - East Bay 

Louisiana 
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LOSS PREVENTION 
SERVICE 


an IMPORTANT part of 


OFFSHORE OIL 
INSURANCE 


YOUR INSURANCE AGENT or broker 
knows the importance of experienced 
handling in arranging proper coverage, 
and he knows how much proper servicing 
of losses can mean to you. For this 
reason he will probably recommend 
placing the insurance on your offshore oil 
drilling and production equipment with 
a specialized market such as Southern 
Marine which is located in the hub of the 
oil industry in the Western Hemisphere. 


Important too is Southern Marine’s unique 
Loss Prevention Service. Included in your 
coverage at no extra cost, it is geared to 
work with you in preventing loss in an effort 
to (1) reduce future insurance costs, and (2) 
prevent equipment down-time. Even with full 
reimbursement for loss or damage, equipment 
down-time for repairs knocks out your in- 
come. Ask those who use our Loss Prevention 
Service how well it works for the insured. 


SOUTHERN MARINE 


& AVIATION UNDERWRITERS, INC. 


610 Poydras Street, TUlane 5266, New Orleans 12 


L. K. GIFFIN LEE M. STENTZ W. L. TREADWAY 
President Vice President Vice President 
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INSURANCE 
ADJUSTERS OF AVERAGE 


Facilities for handling insurance requirements 
for the Marine, Shipping and Oil Industries. 












DEEP SEA @ OFFSHORE 
INLAND WATERS 
World Wide Service 


ADAMS & PORTER 


ESTABLISHED 1907 







Cotton Exchange Bldg. Phone: CApitol 7-5181 
Cable Address: ADPORT 
HOUSTON, TEXAS 

and at 

MARACAIBO CARACAS 

RIO DE JANEIRO 





NEW YORK 
SAO PAULO 












ANCHOR 
BOAT WORKS, INC. 


RIGHT IN HOUSTON! 
. .. on BRAY’S BAYOU at 80th St. 


FULLY EQUIPPED FOR WORK ON OFFSHORE 
AND INLAND MARINE CRAFT OF ALL TYPES. 
WOOD OR STEEL BOAT BUILDING AND REPAIRING 
STORAGE AND DOCKING FACILITIES 
FITTING OUT — HOISTING 
MECHANICS — ELECTRICIANS — WELDERS 
CARPENTERS 


819 S. 80th St. Phone WA 3-4289 








Shallow Drilling Deals Wanted! 
Write, wire or call— 


GERONIMO DRILLING COMPANY 


P. O. Box 977 PL 6-2427 Conroe, Texas 
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OWNER 


Louisiana-Delta Offshore 


rp. 
Submersible 
156’ x 90’ 
Magnolia Petroleum Co. 


Midcon Oil & Gas Co., Ltd. 
Cable tool 


Movible Offshore Co. 
Submersible 
200’ x 146’ x 67’ 


Movible Offshore Co. 
Submersible 
201’ x 211’ x 110’ 


New York State Natural Gas 
Corp. 
Cable tool 


Noble Barge Co. 
Twin-hull submersible 
217’ x 100’ 


Ocean Drilling & Exploration 
Company 

Submersible 

200’ x 300’ x 98’ 


Ocean Drilling & Exploration 
Company 

Submersible 

132’ x 220’ x 58’ 


Ocean Drilling & Exploration 
Company 

Submersible 

120’ x 180’ x 49’ 


Ocean Drilling & Exploration 
Company 

Submersible 

200’ x 300’ x 93’ 


Ocean Drilling & Exploration 
ompany 
Submersible 
120’ x 180’ x 50’ 


The Offshore Company 
Selt-elevating 
13,’ x 117’ x 220’ with 
fourteen 6’ dia. caissons 


The Offshore Company 
Submersible 
12’ x 74’ x 200’ with 
four 6’ dia. caissons 


The Offshore Company 
Self-elevating 
200’ x 104’ x 15’ with 
eight 12’ dia. towers 


The Offshore Company 
Self-elevatin 
200’ x 104’ x 15’ with 
eight 12’ dia. towers 


Penrod Drilling Company 
Submersible 
196’ x 108’ 


Penrod Drilling Company 
Submersible 
150’ x 190’ 


Penrod Drilling Company 
Submersible 
198’ x 174 


Place Gas & Oil Co., Ltd. 
Place Gas & Oil Co., Ltd. 
Place Gas & Oil Co., Ltd. 


Reading & Bates Offshore 
Drilling Company 
Self-elevating 


Reading & Bates Exploration 


mpany 
Self-elevating 


NAME 

Drill to 25' 
Barge 

Delta 

Rig 52 24 


Midcon No.1 90° 


“Movible to 45' 
No. 3" 
“Movible to 80' 
No. 2” 


Argonyn | 


"Lloyd to 100° 
Noble S-66" 

a to 70' 
Dorado" 

“Mr. 40° 
Charlie" 

"John 30’ 
Hayward" 


"Margaret" to 60° 


"St. Louis’’ 30° 

Mobile Unit 100’ 
No. 52 

Mobile Unit 35° 
No. 53 

Mobile Unit 100’ 
No. 

Mobile Unit 100° 
No. 55 

Rig 50 “ 

Rig 51 to 60' 

Rig 52 100’ 


Mr. Cliff 42' 
Barge 1 


Barge 2 


“<.. & 


4 to 110° 
Thornton" 


"Mr. to 110° 
Li 


ouie" 


WATER 
DEPTH 


PRESENT STATUS 


Drilling for Shell, East 
Bay 


Drilling for self, Main Pass 
Area 


Drilling for self, Lake Erie 
Drilling for Gulf Oil 


Corp., Block 24, West Del- 
ta Area 


Drilling for Mobil Oil Co., 
Block 119, Eugene Island 
Area 


Erie Harbor for the winter 


Being built at Avondale 
Marine Ways 


Enroute from Mexico to 
S & 


Drillin 
Lake 


for Self, Block 19, 
elto Area 


Drilling for California Co., 
self, et al, Block 93, Eu- 
gene Island Area 


Drilling for Shell Oil Co., 
Block 27, South Pass Area 


Drilling for British Amer- 
ican, West Cameron Area 


Drilling for Magnolia Pe- 
troleum Co., Block 129, 
Eugene Island Area 


Drilling for Union Oil of 
Calif., Block 67, W. Cam- 
eron Area 


Drilling for Texaco and 
Pan Am., Block 193, Eugene 
Island Area 


Trinidad, Gulf of Paria 


Drilling for Hunt Oil Co., 
Eugene Island Area 


Drilling for Calco, 


Bay 
Marchand Area i 


Drilling for California Co., 
Ship Shoal Area 


Drilling for self, Lake Erie 
Under Construction 


Under Construction 


Drilling for Japanese Ara- 
Gas Co., Block 215, Eu- 


Drilling for Tennessee Oil 
Gas Co., Block 215, Eu- 
gene Island Area 
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OWNER 


Rimrock Tidelands, Inc. 
Submersible 


Sea Drilling Corp. 
Submersible 


Sea Drilling Corp. 


Sharp Drilling Co. 


Southeastern Drilling Corp. 
Submersible 
11’ x 90’ x 156’ with four 
pontoons 


Standard Oil Co. of Calif. 


Tidelands Drilling Co. 
Self-elevating Deck 258’ 
x 104’, pad 200’ x 180’ 
with four 10’ dia. columns 


Union Producing Co. 
Submersible 
160’ x 190’ 


Universal Drilling Company 
Self-elevating 


Zapata Off-Shore Company 
Self-elevating. 194’ x 152’ 
overall. Three 145’ legs 


Zapata Off-Shore Company 
Self-elevating. 20’ x 80’ x 
140’, with three triangular 
legs 


a Off-Shore Co. 
loating drill barge 


Zapata Off-Shore Co. 
Floating drill barge 


a Off-Shore Co. 
loating drill barge 


NAME 


"Rimtide" 


“Seadrill 2'' 30° 


"Seadrill 3" 30° 


Rig 22, Barge 8 


Western 200° 
Explorer 
"Mr. Gus II"' 150° 
Barge A__ to 76' 
"Mr. to 130' 
Louie" 
"Vinegar- to 80' 
roon"’ 


"Scorpion" 80° 


“Nola 1" 


“Nola 2" 


“Nola 3" 


WATER 
DEPTH 


PRESENT STATUS 


35' Drilling for Shell Oil Co., 


Block 1, West Delta Area 


Block 17, 
Area 


East Cameron 


Rigging Up 


Drilling for CATC, Block 
2, West Delta Area 


— for California Co., 
Block 107, Ship Shoal Area 


California, stacked 


Drilling for Tennessee Gas 
& Oil Co., Block 86, South 
Timbalier Field 


On location in Block 53, 
Eugene Island Area 


Being outfitted in New 


Orleans 


Drilling off Mexico 


Drilling off Venice, La. 


Drilling in the Gulf of Paria 


Salvaging 


Outfitting at Livingston 
Shipyards for Trinidad 


Drilling Tenders 


An-Son Offshore Drilling Co. 


An-Son Offshore 


Drilling 
Co. 


The California Company 
Converted LST, 328’ x 50° 


The California Company 
Converted LST, 328’ : 50’ 


The California Compan 
Converted LST, 328’ x ” 50° 


The California Company 
LST, 328’ x 50’ 


The Setters Company 
LST, 328’ x 50’ 


The Sit. speneany 
LST, 328’ x 


CATC Group 
New tender, 260’ x 54’ 


CATC Group 
New tender, 260’ x 54’ 


CATC Group 
New tender, 260’ x 54’ 


CATC Group 
New tender, 260’ x 54’ 


Deepwater Exploration Co. 
Converted LST, 328’ x 50’ 


Delta Marine Drilling Co. 
Converted LST, 326’ x 50° 


Gulf Oil Corporation 
New tender 


JANUARY, 


“Carl B. 
Anderson" 
"Deepwater No. 1" 
S-21 25’ 
$-22 49’ 
$-23 
S-24 46' 
$-25 48' 
S-26 40' 
“J. C. Craig" 


"Carle Sharp" 
“Ernie Miller” 


"Jack 
Cleverley" 

"Deepwater 
No. I" 
“Joseph 
Zeppa" 


"Dolphin" 


Block 45, West Delta, for 
CATC 

Idle 

Bay Marchand, Louisiana, 
Calco 

Bay Marchand, Louisiana, 
Calco 

Mothballed 

Bay Marchand, Louisiana, 
Calco 

Bay Marchand, Louisiana, 
Calco 

West Delta, Louisiana, 
Noble Drilling Co. 
Drydock 

Ship Shoal, Block 198 


Grand Isle, Block 47 


Ship Shoal, Block 198 


Preparing to go to Block 
54, Vermilion Bay, for 
Humble 


Stacked 


Completely placed in moth 


’ ball fleet at Orange, Tex., 


engines pickled, 


and rig 
stacked 





RILLING. AND 
INEERING 


1ELD PROVEN METHODS 
WOFFER LARGE COST SAVINGS 
1N EXPLORATION AND 
DEVELOPMENT OF 
SUBMERGED LANDS 


_GLOBAL MARINE 
EXPLORATION CO 


650 SO. GRAND AVE. 
LOS: ANGELES. 17, CALIF. 
R. F. BAUER, President 




















Exclusive Distributor 
for 
Louisiana, Mississippi, Alabama 


BALDT ANCHORS 
& CHAIN 


Anchors, Connecting Links, 


Swivels, Chain Stoppers. 


Largest Gulf Stock of wire 


rope, shackles, turnbuckles. 


Life saving equipment. 


DREYFUS SUPPLY AND 
MACHINERY CORP. 


2122 Kentucky Street 


New Orleans, Louisiana 


NIGHT AND DAY SERVICE 
Call: WHitehall 4-3367-8-9 


Large Spot Stocks of Chain, 
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FINER EQUIPMENT— 






FOR FASTER, 


MORE EFFICIENT SERVICE! 


The 51' ROBIN ANN is one of a fleet of crewboats main- 
tained by Robin Boat Rental Service, Inc. to serve the oil 
industry offshore. Included in the fleet are many other 51' 
boats of this type built by Equitable Equipment Company, 
Inc. of New Orleans. The ROBIN ANN is built in accordance 
with American Bureau of Shipping standards and U. S. Coast 
Guard requirements for carrying passengers for hire. She 
is ruggedly constructed and seaworthy, but outfitted on par 
with the finest pleasure yachts afloat. 


Crewboats for Sale or 
Charter to VENEZUELA 


Call us for: Crewboats. Seagoing Tugs, Big Tenders 


ROBIN BOAT RENTAL SERVICE, Inc. 


Phone FOrest 6-7217 - 8 


440 Pailet St. Harvey, La. 








At Your SERVICE 
24 HOURS A DAY 


Fishing Tools-Rental Tools 
. Wash Pipe and Drill Pipe 





Our Specialists In Well -Reaming and 
Fishing Tool Operation are Former Drillers 


a 
TOOL RENTALS 


REAMERS — INSIDE CUTTERS — OUTSIDE CUTTERS 
BLOWOUT PREVENTERS — DRILL PIPE — COLLARS 
PNEUMATIC TONGS 
Call Our Nearest Office for Instant Service 


DELTIDE 


FISHING & RENTAL TOOLS, INC. 


LAKE CHARLES 
P. O. Box 194 


MORGAN CITY 
. O. Box P. O. Box 743 
HEmlock 9-9421 


HARVEY, LA. 
P. O. Box 148 
Fillmore 1-1644 
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OWNER 


Gulf Oil Corporation 
Converted LST, 328’ x 50’ 


Gulf Oil Corporation 
New tender, 272’ x 60’ 


Humble Oi! & Refining Co. 


Converted LST, 328’ x 50° 


Humble Oil & Refining Co. 


Converted LST, 328’ x 50’ 


Humble Oil & Refining Co. 
Converted LST, 328’ x 59 


Humble Oil & Refining Co. 
Converted LST, 328’ x 50’ 


Humble Oil & Refining Co. 
Converted LST, 328’ x 50’ 


Humble Oil & Refining Co. 


Converted LST, 328’ x 50’ 


Humble Oil & Refining Co. 
Converted LST, 328’ x 50’ 


Humble Oil & Refining Co 
Converted LST, 328’ x 50’ 


Humble Oil & Refining Co. 


Converted LST, 328’ x 50’ 


Humble Oil & Refining Co. 


Converted LST, 328’ x 50’ 


Humble Oil & Refining Co. 


Converted LST, 328’ x 50’ 


Humble Oil & Refining Co. 
Converted LST, 328’ x 50’ 


Kerr-McGee Oil Ind. Inc. 
New Tender, 250’ x 50’ 


Kerr-McGee Oil Ind. Inc. 
New Tender, 250’ x 50’ 


Kerr-McGee Oil Ind., Inc. 
Converted YF, 260’ x 48’ 


Liano Drilling Company 
New tender, 260’ x 54’ 


Magnolia Petroleum Co. 
Converted YF 


MCN Group 
Converted YF 


MCN Group 
Converted YF 


MCN Group 
Converted YF 


MCN Group 
Converted YF 


MCN Group 
Converted YF 


NAME 


“Eagle” 


Pelican" 


ST-1 


ST-2 


ST-3 


ST-4 


ST-5 


ST-6 


ST-7 


ST-8 


ST-9 


ST-10 


ST-t1 


ST-12 


““Kermac II" 


Rig 43 


"Kermac III" 
Rig 48 


“Frank Phillips" 
Rig 39 


“Clayton G. 
orn" 


“Gulf Coast 
Barge No. 2" 


MDT-I 


MDT-2 


MDT-3 


MDT-4 


MDT-7 


ATER 
DEPTH 


PRESENT STATUS 


Rig stacked 


at Morgan 
City, Louisiana 


Block 132, S. Timbalier 


area, self 


Standing by 


Standing by 


Standing by 


Standing by 


At Orange, 
storage 


Texas for 


Standing by 


Standing by 


Standing by 


Standing by 


Standing by 


Standing by 


“Q" Platform in West Del- 
ta, Block 30 field 


Idle 


Moving to Block 125, East 
Cameron Area, or self 


Idle 


Under bareboat charter 
to Reading & Bates Off- 
shore Drilling Co. 


Out of Service 


Drilling in Block 128, Eu- 
gene Island Area, Well 
D-3, for self 


Out of Service 


Out of Service 


Out of Service 


Out of Service 
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OWNER NAME 


Reading & Bates Offshore 
Drilling Company 


Reading & Bates Offshore 


"J. W. Bates’’ 102' 


“George M. 40' 


Drilling Company Reading” 

Reading & Bates Offshore "Clayton 
Drilling Company G. Dorn" 

Southeastern Drilling Corp. Rig 12 
Converted YF Barge 9 


WATER 
DEPTH PRESENT STATUS 


Drilling in Persian Gulf for 
Japanese Arabian Oil Co. 


—— for Union Oil Co., 
Block 26, Vermilion Area 


Stacked, Orange, Texas 


Shut down, Industrial 
Canal, New Orleans 


Self-Contained Platforms 


DESCRIP- 
COMPANY TION 
CATC Group 52" x 110° 
Freeport Sulphur Co. 
Gulf Marine Drilling, Inc. 
Rig #2 
Gulf Oil Corporation 40’ x 100’ 
Humble Oil & Refg. Co. 78’ x 200’ 
Rig #50 
Humble Oil & Refg. Co. 
Rig #54 
Humble Oil & Refg. Co. 
Rig #55 
J. Ray McDermott 
J. Ray McDermott 
Phillips Petroleum Co. 88'9'" x 140° 
Phillips Petroleum Co. 88/9’ x 140’ 
Phillips Petroleum Co. 88/9 x 140’ 
Pure Oil Company 328’ x 50’ 
Converted LST 
Pure Oil Company 52’ x 106 with 


YEAR WATER 

BUILT LOCATION DEPTH 

1956 Block 45, West Delta 50’ 
Block 9, Grand Isle, Self 45' 
Bayou Bouef, awaiting loca- 
tion 

1957 Rig Stacked at Morgan 
City, La. 

1956 Block 16 Field, ‘'L'* Platform, 50° 
Grand Isle Area 

1958 


1957 


1956 


1957 


1957 


1’ x 82’ pipe rack 


Shell Oil Company 55’ x 110’ 


The Superior Oil Co. 


JANUARY, 1960 


96’ x 225’ 


1958 


“O" Platform, West Delta Block 
30 field 


"*P’' Platform, Grand Isle Block 
16 field 


Block 33, West Cameron Area, 
The Offshore Co. 


Block 68, West Cameron Area, 
The Offshore Co. 


Block 129-A, Eugene Island 
Area, platform inactive 


52’ 


Block 


191, Eugene Island BI’ 
Area, i 


platform inactive 


Block 129, Eugene Island 57’ 
Area, platform inactive 
Orange, Texas 

Block 126, E. Cameron 72' 
Area 

Block 176, Eugene Island 86" 


Area, Platform inactive 


Block 168, West Cameron Area 





For EVERY oil insurance 

















OFFSHORE TOWING COMPANY 


Will Get Your Crude To Market! 


With our fleet of 7,000 to 15,000 barrel barges, 
e we are specialists in the gathering of crude pro- 
duction from wells more than 30 miles offshore. 


* 
Loadings from platform storage, carousel buoys 
. and storage barges. 
Our organization has had more than 25 years 
° boat and barge experience — assuring reliable, 
safe pickups on schedule. 
e 


Equipment available on short notice. Full 24-hour 
e dispatching service. 


Full Coverage Insurance 
American Bureau of Shipping 
United States Coast Guard Approval 


OFFSHORE TOWING COMPANY 


3400 Montrose Blvd. JAckson 9-4853 
HOUSTON, TEXAS 
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PROFESSIONAL 














1200 St. Charles Ave. MA 5281 New Orleans, La. a = consuatarn 
BEDELL & NELSON ENGINEERS 
Incorporated Arthur D. Darden 
DESIGN — SUPERVISION — REPORTS 
Bridges Docks, Buiidings, Foundations, Marine Structures NAVAL ARCHITECT 505 Peg) 
NEW ORLEANS 12, LOUISIANA 


Power Plants, Roads and Railroads, Shops, Utilities AND MARINE ENGINEER 














INSIDIOUS SCOUR 
; ae ; Eustis Engineering Compan 
analysis & mitigation via patent insulators : 9 ee phen stilted 
CUNNINGHAM ENGINEERING COMPANY Borings — Test — Analyses 
4796 Port Arthur Hwy. Beaumont, Texas for Offshore Structures 
3635 Airline Highway VE-5-8476 Metairie, Louisiana 














HOUSTON } Dickinson 8-3401 


GALVESTON 
NEW ORLEANS: WHitehall 9-2713 


THOMAS lL. STANLEY, JR. ROBERT H. MACY 


Consulting Marine Engineer 








SURVEYOR — APPRAISER 
LOSS PREVENTION — CLAIM INVESTIGATION Shas Anditiead cul Giniiin Qoal 
Cable: “STANTEX” 3722 BAYOU CIRCLE ave! PRERES OF SARS Caper 
Iveston Dickinson, Texas 
Designs Estimates 
Reports Consultation 
McCLELLAND ENGINEERS, INC. lt 


2649 N. MAIN ST. ke 201 PINE STREET Floating Equipment for Offshore Drilling 
HOUSTON, TEXAS NEW ORLEANS, LA. 
Phone SOuth 2-5667 P. O. Box 711 


SOIL & FOUNDATIONS INVESTIGATIONS Pascagoula, Mississippi 














Jack Beech 


THE PHOTO MART, INCORPORATED 
- INDUSTRIAL PHOTOGRAPHY 


Jesse T. Grice 





Photographer 
COMMERCIAL © AERIAL ro Specializing 
INDUSTRIAL in 
owner of the world’s photographs 
largest collection of 
OFFSHORE RIG of the 
PHOTOGRAPHS Oil 
COLOR—BLACK & WHITE industry 
914 7th St. 
MORGAN CITY, LOUISIANA 
Phone 5403 | JA 2-7419 





P. O. Box 863 
709 Royal Street 


New Orleans 16, La. 





‘Pictures Tell The Story — May We Show You”’ 














Investigate our hydrotaxis tripod. If you are interested in automaton of tower location 


moves for up to 500% less cost than any known on or offshore operations. 


JACK CASEY 


Hydronamic Design Engineering 


MERMENTAU, LA. P. O. BOX 175 


PHO. 1078 
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For floating drilling vessels .. . 


A New Type Derrick 





UNIQUE FEATURE of new derrick 
is vertical track and roller device 
which acts as guide to keep travel- 
ing block from swinging. 


JANUARY, 1960 


A new type derrick, designed spe- 

cifically for drilling from a 
floating vessel, has been developed 
by Lee C. Moore Corporation in 
conjunction with Zapata Off-Shore 
Company. 

The new derrick has the same 
general dimensions as a_ standard 
conventional derrick (140-ft. 
high x 30-ft. square base)—but it 
differs in type of construction. The 
new derrick is composed of 16 weld- 
ed sections with pin connections, 
rather than having all individual 
members bolted together. 

The welded section design re- 
duces the number of connections in 
the structure to a minimum, thus 
making it possible for the derrick 
to better withstand the forces im- 
posed by the rolling action of the 
floating vessel. 

Another unique feature of the 
new derrick is a vertical track and 
roller device which acts as a guide 


size 


NEW PRODUCTS 


folate Me Ghaciaehalia= 





to keep the traveling block from 
swinging. 

The derrick is designed to with- 
stand actual wind loads of 100 mph 
with a full pipe setback, and has 
a gross capacity of 952,000 Ibs. 
For more information write Lee C. 
Moore Corporation, Tulsa, Okla. 


Color-sound movie 
South American Drilling 
Scenes Shot On Location 


A 25-min. color-sound movie, 
“720 Hours To Sail, is an educa- 
tional and entertaining film that 
depicts South American drilling op- 
erations shot on location. It also 
deals with the manufacture and ship- 
ment of 10 complete drilling rigs 
to Argentina, with only “720 Hours 
To Sail,” and gives coverage of the 
1959 International Petroleum Ex- 
position. 

The film is available with nar- 
ration in either English or Spanish 
from MOVIE, Department of Public 
Relations, Mid-Continent Supply 
Co., P.O. Box 189, Fort Worth, 
Texas. 





Casing protector 
Can Be Installed, Removed 
By One Man In 10 Seconds 


A new economy model latch-on 
protector utilizes all-purpose syn- 
thetic rubber bonded to a hinged 
steel inner cage to form a series 
of interlocking faces at the latch- 
ing end. Locking pins drop through 

(Continued on next page) 
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FOR THE OFFSHORE 
OIL FIELDS ... 
MARINE 
% 
ELECTRICAL 


INDUSTRIAL 
SUPPLIES 








L. F. GAUBERT & CO. 


700 S. Broad St. New Orleans, 








CENAC TOWING CO. 





e Crude Oil Transportation 


e Deck Barges 

e Water Barges 

e Drilling Barge Moving 

e Diesel fuel delivery to drilling 
barges and drilling locations 


Houma Louisiana 


Phone: 2-2413 











CALSHIP, INC. 


DESIGNERS, BUILDERS & REPAIRERS 
OF 
OFFSHORE MARINE EQUIPMENT 

90% of the offshore vessels 
built by us were employed full 
time during the recent lay-off. 
We suggest you contact us to 
find out why. 


Yard Phones: ; 
Carlyss, La. Night Phones: 
Wstice 3-7381 Sulphur, La. JA 7-9002 
Wstice 3-7391 Carlyss, La. JU 3-6448 


P. 0. Box 928, Sulphur, La. 
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the compounded hinge elements to 
hold the protector securely to the 
drill pipe. 

“Grip-Loks” can be installed or 
removed by one man in less than 
10 seconds, using two simple tools 
—an installation tool, and a pin 
pull-out tool. Available for drill 
pipe sizes from 2-7/8-in. to 5-1/2- 
in. from Byron Jackson Tools, Inc., 
Los Angeles 54, California. 





New tools 
Wiper Plug-Landing Collar 
For Tubingless Completion 


A new tubing wiper plug and 
landing collar assembly for use in 
tubingless completion is designed 
to insure the operator against faulty 
cementing jobs. The landing col- 
lar is placed in the tubing at a 
point where pressure seal is de- 
sired. After cement has been pump- 
ed into tubing, the wiper plug is 
placed in tubing and pumped down 
until it latches into the landing 
collar. 

This gives a positive indication 
that the cement is spotted, the tub- 
ing is wiped clean, and pressure 
from either direction is sealed off. 
For further details write Texas Iron 
Works, P.O. Box 16068, Houston 
22, Texas. 


Scuba diving 
Manual On Diver's Role 
In Underwater Work 


Here is a much needed addition 
to the literature on Scuba and 
shallow water diving. While there 
are a number of books on Scuba 


diving as a pastime and a sport, 
there have been none heretofore 
on underwater work, the area this 
book covers. 

The primary purpose of the book 
is to show self-contained divers 
and prospective divers the many 
business opportunities open to those 
who would like to translate their 
specialized skill and knowledge into 
a part-time or full-time occupation. 

Emphasis is placed on te 
diving experience prior to under- 
taking commercial work, and the 
subject of on-the-job safety practice 
is carefully emphasized. Subjects 
covered include cutting and welding, 


general construction and _ repairs, 
“sree laying, demolition and 
lasting, etc. Appendices include 


a list of manufacturers, location of 
recompression units in U.S. and pos- 
sessions. Write for ‘Underwater 
Work, A Manual of Scuba Com- 
mercial, Salvage and Construction 
Operations,” by John E. Cayford, 
232 pages—illustrated—$5.00. Cor- 
nell Maritime Press, Cambridge, 
Maryland. 





Pipeline valves 
Allows Use Of '"Go-Devils,'’ 
Provides Positive Shut-Off 


The new Triangle through-con- 
duit pipeline valve in cast carbon 
steel is designed to meet the need 
for a valve with smooth, clear pas- 
sage, to allow use of “go-devils’ 
yet provide _* shut-off in the 
rugged conditions of pipeline ser- 
vice. 

Where required, valves can be 
changed from manual to motor op- 
eration very simply, since a flange 


OFFSHORE 











with dimensions equivalent to stan- 
dard actuators or bevel gears has 
been incorporated in larger sizes. 
Available in sizes from 6-in. to 
30-in. For more information write 
Triangle Valve Co., Ltd., P.O. Box 
No. 79, Canberra House, 315-7 Re- 
gent St., London, W.L. 





Repair kit 
Epi-SEAL Will Handle 12 
Different Repair Jobs 


A versatile “Epi-SEAL Epoxy Re- 
pair Kit” is recommended for a 
wide variety of repairs including 
cracked welds on pontoons for 
floating roofs, leaking seams and 
rivets on storage tanks, corroded 
areas in casing tubing and pipe, 
holes in tanks, fittings, valves, pip- 
ing, faulty threads and welds, as 
well as many other uses. 

No special tools or skills are 
necessary. For more information 
write Bonded Products, Inc., 404 
South Jefferson St., Orange, New 
Jersey. 


Zine coating 
Cures To Full Hardness 
Without Curing Solution 


Savings of up to 50 percent in ap- 
plication time are predicted for a 
new inorganic zinc coating because 
it cures itself to full hardness with- 
out the need for applying a sepa- 
rate curing solution. 

“Zinkote” is applied over bare 
steel by brush, spray or roller. A 
single coat only a few mils thick 
gives complete protection to steel 
surfaces exposed to water, severe 
weathering, salt spray and abrasion. 
Film thickness is not critical. For 
further information write Amercoat 
Corporation, 4809 Firestone Blvd., 
South Gate, California. 


JANUARY, 1960 








Broiatd Shipyard &> Drydock e. L 


1000 TON FLOATING DRYDOCK 
2 MARINE RAILWAYS 


PHONE - 6444 P. O. Box 168 
NIGHT 7-2364 BERWICK, LA 
3306 
5249 





429 BALTER BLDG. 


| NEW ORLEANS, LA. 


| PHONE: MA. 6824 


24 HOUR 
SERVICE 


LAFAYETTE, LA. 
PHONE: CE. 4-1052 


Me Donough Matine Service 


“Matacoibo Matine Service CA. 











Daly — Contracting de Venezuela 


For further information Tel. 76.671 or write to “DALY” 
Apartado 488, Maracaibo. Cable: DALYCON 
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FOR OFFICE INDUSTRY ITEMS... 





* FOR INDUSRTY 


* FOR MARINE Signal President Resigns 


INTER-COMS—PAGING AMPLIFIERS To Be Private Consultant 
MICROPHONES AND STANDS 
MICROPHONE AND SPEAKER WIRE 
EXPLOSION AND SUBMERGENCE 


PROOF SPEAKERS FOR MARINE 
AND PLANT USE 


BURGESS AND EVEREADY BATTERIES 


Arthur A. Curtice, president and 
general manager of Signal Oil and 
Gas of Venezuela, resigned effective 
January 1 to resume work as a private 
petroleum consultant. 


AND INDUSTRIAL FLASHLIGHTS Curtice has headed the Signal Oil 
SOUND POWERED PHONES and Gas Company subsidiary since 
(U.S. Coast Guard—Navy Approved) March, 1957. The Venezuela com- 
AMERICAN BEAUTY SOLDERING pany is operator of a large concession 
IRONS in Lake Maracaibo for itself and 

WRITE OR CALL foreign subsidiaries of Signal, Pure 


and Standard Oil Company (Ohio). 


INDUSTRIAL Curtice, internationally known 
ELECTRONIC SUPPLY geologist and petroleum engineer, 
JA 2-3840 ae 2321 Milam was associated with Herbert Hoover, 


Jr. and Glen Ruby from 1942 to 


HOUSTON 6, TEXAS : : 
1952, heading the firm of Hoover, 














MARINE INSURANCE SPECIALISTS 
Casualty-Bonds-Fire 
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GULFPORT BUILT... 


Tug ZEUS, 103’ x 25’ x 13’— 
1200 HP General Motors Diese! 
Gear Drive tug, built for Intra- 
coastal Towing and Transporta- 
tion Corp., Houston, Texas. De- 
livered August 13, 1957. 





Gulfport Shipbuilding Corporation builds many types of fine marine 
equipment for the oil industry . . . derrick barges, tugs, dredges, 
cargo barges, drilling platforms, seismic vessels, crew and cargo boats, 
and fast, rugged cruisers for the inshore oilfields . . . Whatever your 
problem, you are in capable hands at Gulfport. 


BUILDERS AND DESIGNERS 
All-Welded Steel Tugs, Barges, Vessels 


GurFort SwippuILoING CorPORATION 


“On the Highway to the Offshore Oilfields” 
Phone YUkon 2-6486 PORT ARTHUR, TEXAS P. O. Box 1179 
“Gulfport Tugs for Tough Towing” 
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Curtice and Ruby, S.A. His new con- 
sulting operation will be headquar- 
tered in Suite 516, 630 Sth Avenue, 
New York City. 


Three New Directors 
Elected By Texoma 


Three new directors have been 
elected to the Texoma Production 
Company board. They are F. P. Burns, 
vice president, C. E. Holmes, vice pres- 
ident, and Remick McDowell, presi- 
dent-elect of the parent firm, The 
Peoples Gas Light and Coke Company. 


Burns was also elected to the board 
of another Peoples Gas subsidiary, 
Peoples Production Company. 


Gulf Appoints Marine 
Agent At Port Arthur 


Capt. C. H. Glenwright has been 
appointed marine agent for Gulf Oil 
Corporation at Port Arthur, Texas. He 
will succeed W. M. Rouse, who is 
retiring after nearly 40 years of ser- 
vice with the company. 


Capt. Glenwright served in the At- 
lantic and Pacific theatres with the 
U. S. Navy during World War II. 
With the exception of his war service, 
he has been with Gulf since 1930. 


Shell Names Houston Area 
Gas Department Head 


J. E. Woodward has been named 
superintendent of operations in Shell 
Oil Company’s Houston area gas de- 
partment. He has been serving as super- 
intendent of Shell’s Wasson gas plant 
in West Texas. 

A native of Oklahoma, Woodward 
received his B.S. degree in mechanical 
engineering from the University of 
Oklahoma. He began work with 
Shell as a junior mechanical engineer 
in New Orleans in 1948. 


Conoco Appoints Director 
Of Natural Gas Activities 


John R. Spencer has been promoted 
to director of natural gas activities for 
Continental Oil Company's production 
department. Formerly engineering sec- 
tion chief in the production depart- 
ment, he will continue to make his 


OFFSHORE 





headquarters in Houston. He succeeds 
J. W. Ferguson, who was recently 
promoted to general manager of 
Conoco’s newly established intrastate 
gas and gas products department. 

Spencer joined Conoco in 1951 at 
Ponca City, Okla., and served in vari- 
ous capacities before transferring to 
Houston in 1956. Before joining Con- 
oco, he served with the California Re- 
search Corporation and as an assistant 
professor of petroleum engineering at 
the University of Texas. 


Gulf Names Gregerson 
Coordinator-Production 


Albert Gregerson, vice president of 
Gulf Eastern Company, a subsidiary 
of Gulf Oil Corporation, will move 
from London to Pittsburgh, Pennsy]- 
ania to assume the post of coordina- 
tor—production department. 

In London, Gregerson has been in 





TOOLPUSHERS 

DRILLING FOREMEN 
DRILLING ENGINEERS 
DRILLING SUPER'NTENDENTS 


Hey—dang your hide!—we'd 
like to publish regular news 
items about what you're doing. 
Promotions. Transfers. New jobs. 

Look, nobody publishes this 
information, and your buddies 
around the oil patch might like 
to know where you are and what 
you're doing. The only way we 
can tell ‘em is for YOU to write 
us for have the little woman do 
it). Send along a snapshot, if 
you have one. We'll use it and 
send it back if you want it 
returned. 


Just write — 


Toolpusher’s Page 
OFFSHORE 

P. O. Box 977 
Conroe, Texas 











charge of Gulf’s exploratory and pro- 
duction operations in the Eastern 
Hemisphere. He will be succeeded in 
that capacity as vice president, Gulf 
Eastern Company, by T. D. Lumpkin, 
until recently vice president of Mene 
Grande Oil Company, Gulf’s sub- 
sidiary in Venezuela. 


JANUARY, 1960 





CLASSIFIED! 


WANTED! 


FOR SALE! 





ATTENTION SUPERIOR AND 
CLEVELAND ENGINE OWNERS 
We can save you several thousand dol- 

lars of expense when your PTD or G 510 
Superior blocks are leaking water at the 
bottom liner seals or when the top liner 
gasket seat is cracked. By having portable 
equipment, and by removing only pistons, 
cylinder heads and manifolds, your down 
time is cut to a minimum. For further 
information call or write COASTAL 
CASTING MARINE: SERVICE, 2903 
Gano, Houston, Texas, Phone CA 8-7885. 
Nites ME 5-0391. 


Former drilling contractor and oil 
roducer that has recently sold out 
is interested in making contact with 
an individual, group or company to 
manage and supervise their oil and 
gas operations, domestic or foreign. 
Location immaterial. R. Makin, Box 
1628, Petroleum Building, Hobbs, 
New Mexico. 


WANTED—WILL BUY 


50-ft. or larger twin diesel sea-going 
yacht. Must sleep 6 or 8, be fully 
equipped and ready to go fishing. 
Must be one heck of a bargain for 
buyer to afford it! Give description, 
location, inventory and selling price. 
Write— 

Pleasure Seeker 

P. O. Box 977-Y 

Conroe, Texas 


FOR SALE! 


WATERTIGHT DOORS & HATCHES 
—Steel watertight doors and hatches, 
various sizes. New and used. Ingram 
Supply Company of Beaumont, P. O. 
Box 2026, TErminal 2-3400, 470 S. 
4th St., Beaumont, Texas. 


A BARGAIN! 


GYRO COMPASSES AND PARTS— 
Sperry Mark 14 Model | Gyro Com- 
passes complete with all components. 
Used good condition. Also master 
units, repeater compasses, bulkhead 
mounts, panels, etc. Ingram Supply 
Company of Beaumont, P. O. Box 
2026, TErminal 2-3400, 470 S. 4th 
St., Beaumont, Texas. 


COME IN AND SEE THESE! 
AC & DC MOTORS, GENERATORS, 
STARTERS, PUMPS, M.G. SETS, ETC. 
—Various sizes, voltages, and makes. 
New, used and surplus. Ingram Supply 
Company of Beaumont, P. O. Box 
2026, TErminal 2-3400, 470 S. 4th St., 


Beaumont, Texas. 


AN EXCELLENT BUY! 


VERTICAL PUMP—1500 GPM Gard- 
ner Denver 6" x 8" centrifugal pum 

wtih 30 HP 440 volt AC motor. Used, 
good—$395.00. Ingram Supply Com- 
pany of Beaumont, P.O. Box 2026, 
TErminal 2-3400, 470 S. 4th St., Beau- 


mont, Texas. 





MARINE 
PAINT & COATINGS 
SALESMAN! 


There is an outstanding opportunity 
for a high-caliber salesman in the 
Marine Division of a nationally known 
company to sell a complete line of 
marine paint and coatings to the 
marine and offshore oil industries in 
the Gulf area. 

Selling and/or heavy marine industry 
experience desirable, Salary com- 
mensurate with ability and experience. 
Many benefits. 

Send complete resume of qualifica- 
tions including work history for the 
past 10 years to: 


BOX NO. 977 
CONROE, TEXAS 








BRAND NEW! 


Louisiana Offshore Lease 
Map Showing— 


@ Air-Sea Rescue 
@ Lease ownership 
@ Platforms 
@ Pipelines 


West half available now, @ $5.00 per 
copy—or free with each 2 year (for 
$3.00) subscription to 


Offshore 


P. O. Box 977 Conroe, Texas 








When you need— 


BOATS 


for 


EXPLORATION-PRODUCTION 


write, wire or call 


GARDIN 
OFFSHORE BOAT C0. 


D. D. "Doc"' Gardin 
Galveston Yacht Basin 


P. ©. Box 806 
Phone 3-9628 
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— 24-HOUR SERVICE — 


SALES — PARTS — SERVICE 


& Reliable Batteries 
& Luber Finer & AC Filters 
& Jabsco Pumps 


> Complete Electrical Service 


DIESEL MARINE SERVICE 


CAMERON, LA. 


HAROLD L. COOLING PHONES: 
Owner PR 5-5513 

GR 7-4043 PR 5-5465 

Lake Charles, La. PR 5-5123 











"AN EXPERIENCED OFFICE FOR THE 
OFF! — DRILLING CONTRACTOR 


INSURANCE AGENCY, INC. 


827 PERDIDO ST. e JA 5-7011 
NEW ORLEANS 








The Slush Pit... 


OX night*a toolpusher took on quite a load. 
Stumbling back to the crew boat after the bar 
closed, he wandered into a cemetery and passed out. 
Early the next morning a beatnik happened by, and 
heard a low moan. He looked over the fence and saw 
the toolpusher with his head against a gravestone. 

“Dad,” he remarked, “you look cool, man, cool!” 

“Cool,” chattered the toolpusher, with just one 
eye open. “You idiot, I'm freezing to d-d-death!” 

“It’s no wonder, dad,” observed the beatnik. ‘‘Man, 
you ve kicked all the dirt off!” 





A social worker was making the rounds of the 
hill country. She was an energetic old maid, but 
wasn't having much luck talking to a comely young 
lass. 

“Yes'm,” said the young mountain lady, ‘I guess 
birth control is all right for you. But me, I don’t 
need it—I'm married.” 





The lady was having difficulty trying to board the 
train with a horse. 


“Are you out of your mind, lady?” exploded the 
conductor. 

“I can’t help it,” the woman replied, pushing her 
horse up the steps of the Pullman, “he gets sick on 
the bus.” 


An elderly lady who had never seen an elephant 
looked out of her window one day and there was this 
very animal in her cabbage patch. She called the 
police. Excitedly she screamed, “There's a huge ani- 
mal in my backyard — cabbages up by his tail— 
and you'd never believe where he’s putting them!” 


The Texas oilman went into a plush New York art 
gallery before Christmas and ordered, “Give me a 
dozen of those Van Goghs, a dozen of those Picassos, 
ten of those Monets and a half dozen of those Rem- 
brants. 

Turning to his wife he said, “Now then, honey, we 
have our Christmas cards. Let’s get on with our 


shopping.” 








“Nice working atmosphere and— 
WOW—what an added attraction!” 
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No workover rig is required for Sand Consolidation Plastic job. 


LOOSE SAND PROBLEMS? HERE ARE 
NEW AND IMPROVED CONTROL METHODS 


Sand production from unconsolidated formations has long 
been a serious problem in many oil and gas wells in the 
Gulf Coast area. 

Now, Dowell offers a family of new and improved ways 
to help Gulf Coast operators overcome this problem. The 
method used depends on well conditions. 

Sandlock®. This Dowell service uses a network of ground 
walnut shells, coated with plastic, to control the produc- 
tion of loose sands. The plastic-coated shells are mixed 
into an oil-carrying medium and pumped into the forma- 
tion. There the plastic sets up and the sand-blocking 
network is formed. Treatments with Sandlock are fast; 
no special well equipment is needed. 

Sandtrol®. This service consists of packing the producing 
formation with a graded sand, which is carried into the 
well in a thickened fluid. Then a screen or slotted liner 
is set—or sand consolidation plastic is applied — to 
hold the injected sand in place. Relatively small volume 
treatments are possible. 


Sand Consolidation Plastics. Recent developments in the 
application of plastics have proved this method to be 
highly satisfactory — particularly in new wells. The sand 
in the vicinity of the well bore is saturated with liquid 
unset plastic. The plastic clings to the surfaces of the 
individual sand grains so that, after setting, the pore 
spaces remain open for fluid flow. The plastic acts as a 
cementing material, preventing sand-from migrating by 
consolidating it in place. 


Pre-Packed Screen. This new low-cost tool has shown an 
extremely high ratio of successful applications. It consists 
of two slotted screens, one inside the other; the annular 
space is filled with a permeable network of ground walnut 
shells and plastic like that used in Sandlock. The tool can 
be applied by any of the usual methods for placing screens. 


Get the whole story on Dowell’s improved services and 
products for sand control. Offices and stations all along 
the Gulf Coast. For prompt service, dial Dowell. Dowell, 
Tulsa 1, Oklahoma. 


Services for the oil industry 


DIVISION OF THE DOW CHEMICAL COMPANY Owe! 








G&H Can Tow i... 
Anytime, Anywhere 


The Zapata Off-Shore Company’s giant 
mobile drilling platform “Vinegarroon” . . . 
currently on first foreign test location, about 
140 miles southeast of Veracruz in Mexico's 
Gulf of Campeche . . . was towed from 
Galveston to Mexican waters 42 miles ENE 
of Coatzacoalcos by G&H Towing Com- 
pany tugs “Barbara George” and “Pike.” 

The 3 million dollar “Vinegarroon” . . . 
already a veteran unit with 14 Gulf of 
Mexico wells in less than three years service 
. .. posed no towing problem for thoroughly 
experienced G&H offshore towing crews. 
This 730 mile tow is typical of their superior 
performance offshore. 

With more than 35 years’ diversified 
marine experience, G & H Towing Company 
is equipped with one of the most modern 
diesel tugboat fleets afloat . . . manned by 
licensed, seasoned seamen who are working 
partners in your offshore tow. 

Call the G&H office nearest you for 
experienced analysis of your towing require- 
ments . . . for prompt, dependable towing of 
anything that floats . . . anytime, anywhere. 





DAY OR NIGHT PHONE 


Galveston SO 3-6468 or SO 3-4673 * Houston WA 8-5406 or MI 5-3614 
Corpus Christi TU 4-8791 ¢ New Orleans JA 5-8697 





TOWING COMPAN Y IN C. 


FLEET OF MODERN 700 TO 1700 HP TUGBOATS FOR EVERY TOWING REQUIREMENT 


Corpus Christi ° Houston ° GALVESTON, 509 Texas Building ° New Orleans 





